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on an upper shelf that he could not possibly have got

at* I had to stand on a chair myself to reach it.
LICONDA: If a man is determined to do a thing he can often

surmount difficulties that others would have thought

insuperable.
NURSE: Ask Dr. Harvester if it would have been possible

for Maurice Tabret to cross the room and go into the

bathroom and stand up on a chair,
HARVESTER: He had absolutely no power in the lower part

of his body.  His back was broken by the accident and

the spinal cord terribly injured.

LICONDA: Couldn't he have crawled into the bathroom?
HARVESTER: With a great deal of difficulty.  Yes, I think he

might have done that.
NURSE: Could he have stood up on a chair?
HARVESTER: No, I'm bound to admit that is absolutely out

of the question.
LICONDA: If he'd got into the bathroom, couldn't he have

fished down the bottle with a stick or something?
HARVESTER: Perhaps.
NURSE: Why do you say that, Dr. Harvester?  You know

that he couldn't sit upright without help.

HARVESTER: I'm not so anxious to put the worst construction
on everything as you seem to be, Nurse Wayland.

NURSES And if he'd got the bottle down, how could he have
put it up in its place again?

HARVESTER: [Irritably.} After all, we don't know yet that
Maurice died of an overdose of chloralin.

LICONDA: The matter can't be left like this, Harvester. Fm
afraid there'll have to be an inquest.

HARVESTER: Yes, obviously, I can't sign the death certificate
now. I shall have to communicate with the coroner.

NURSE: I'm sorry, Dr. Harvester.